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PURPOSE 


TO REPLACE BURNT, HARNESS ON L*H* SIDE FOREMAN 
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SPECIAL TOOLS REQUIRED AN3428-1 Stakon Pliars 

Mfr»d# byt Thomas & Betts 0o» Elisabath, N, J* 

. DESCRIPTION OF CHANGE * 

I. STUDY RS 28 (SPECIAL ATTENTION TO NOTE 1) 

2* 8 PS 449 HOLD WIRES W4R16 k W4L1 6 SEPARATE k MAKE SPLICES DESCRIBED 

^ICES TO BE STAGGERED SO NO TWO SPLICES OCCUR AT SAME 

3« AS SHOWN ON RS-29 

4. CUT W4B16 k W4L16 TO REQUIRED LENGTH AND APPLY LUGS FURNISHED WI TH 

' ; - . kit* . 

>,v 6. OUT W4BB16 fc^4LLXS TO; REQUIRED LENGTH AND APPLY LUGS FURNISHED - . ^ £-!•: 
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REPLACEMENT WIRING - ENGINE COMPT. 


6, ‘ REPLACEMENT HARNESS TO BE ROUTED SAME AS ORIGINAL HARNESS* 

' WHEN THE .REPLACEMENT HARNESS IS INSTALLED IT MUST BE COVERED 
v >; :>> WITHi VARGL'ASS SLEEVE •> . - - ../■ . 
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HEAT SHIELD PROVIDED BX*S;SSfc4 
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